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2.31 ( c H 3 ) 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 

SEMI-ANNUAL INSPECTIONS AND REPORTS: IT program or facility deficiencies are noted, the reports must contain a 
reasonable and specific plan and schedule with dates for correcting each deficiency. 

Neither the semi-annual facility inspection and program review checklists nor the semi-annual reports contain a specific plan 
with dates for correcting deficiencies. 

Correct by; Next semiannual inspection. 
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